er 


AG-600B SERIES PROFESSIONAL RECORDERS/REPRODUCERS 
PRICE SCHEDULE A589, SUPERSEDES A521 
EFFECTIVE JANUARY 1972 


Professional 
Audio Products 


CATALOG NO. 
60 Hz 
DESCRIPTION 117 VOLT 


Price 
chedule 


CATALOG NO. 


50 Hz 
115/230 VOLT 


SUGGESTED 
USER 
PRICE 


AG-600B-1, ONE-CHANNEL 
NAB, Full Track, Unmounted 4010135-01 


Por table 401013 35 02 
Half Track, Unmounted 4010135-03 
Portable 4010135-04 


CCIR, Full Trac K, Unmounted = 
Portable = 
Half Track, Unmounted - 


5 og 
rortapie = 


AG-600B-2, TWO CHANNEL (% Track Stereo) 


NAB, Two Track, Unmounted 101 36-01 
Portable 1010136-02 

CCIR, Two Tra Ms Unmounted at 
Portable = 


AG-600B-4, TWO-CHANNEL, FOUR TRACK (% Track Stereo) 


NAB, Tracks 1 & 3, Unmounted 4 dy 136-03 
Portable 010136-04 


CCIR, Tracks 1 & 3, Unmounted = 
Portable 


ACCESSORIES 


4 ae 135-05 
1010135-06 


4 
a ipa 3b 07 
4010135-08 


4010135-09 
4010135-10 
4010135-11 
4010135-12 


Speaker/Amplifier—Model AA-620 (Portab 

Ideal companion unit to At 6008 AG-500 series and other professional 
recarders, 10” woofer. 3%" tweeter and 15 watt solid state amplifier in one 
enclosure _ 


CATALOG 
NUMBER 


SUGGESTED 
USER PRICE 


4010070-03 


$ 259.00 


Mixer — Model AM-10 (Unmounted) 117V 50/60 Hz 

Six position, two channel mixer, feeds 4; ind 2 line 115/230V 50/60 Hz 
inputs to either or both channels. May be expanded to 

6 mic’s or 4 mic and 2 phono using accessories 


Contains two illun inated VU m 
Omnidirectional 50-20,000 


Cardioid pattern 45-15,000 Hz Low or High | mpedariet 


4010087-01 
4010087-02 


Meter Panel for AM-10 Mixe 


A499 OD 
597 00 


Professional Microphone 


Professional Microphone, Model 803 


Portable Cases — For § Ingle Channel AG-600B 
For Two Channel AG-600B 
For AM-10 and Meter Pane 


AL 500, AG-440, and A 


Rack Mount Adaptors — For Single Ch annel AG-600B 


For Two Channel AG-600B 


Preamplifiers, Plug-in — Microphone, Low Impedance 

For AG-6008, AG-500. Phono (RIAA) Magnetic 
500, AG-440, and 

pe 40 


4150233-01 
4150232-01 


4150330-01 


4010678-01 
4010079-01 


Line Input Transformers — Balanced Bridge 
Plug-in for AG-800B, AG-500, Matching 600 ohm 
10 ) 


4010066-01 
AD10097-01 


4580200-01 
4580200-02 


Operation and Maintenance Manual — AG-600B Series 
One furnished with each unit AA-620 Series 


AM-10 Series 


Ao! 302-0) 
4890177-02 


48901 78-02 


Ampex equipment may be purchased or leased under special Ampex Finance Plans. 


CATALOG SUGGESTED 
DESCRIPTION NUMBER USER PRICE 
HEAD ASSEMBLIES for AG-600B Series, % inch 
Full Track 4020191-03 $115.00 
Half Track 4020191.04 115,00 
Two Track, % Track Stereo 4020192-02 138.00 
Four Track, % Track Stereo, Tracks 1 and 3 4020194-02 138.00 
HEAD STACKS (Two Track Stacks same as Half Track) 
Full Track Erase 1232357-01 37,00 
Full Track Record 232358-01 37.00 
Full Track Reproduce 1232359-01 37.00 
Half Track Erase 232360-01 48.00 
Half Track Record 1232361-01 48.00 
Half Track Reproduce 1232362-01 48.00 
% Track Erase 1232363-03 48.00 
Y% Track Record 1232363-02 48.00 
% Track Reproduce 232363-01 48.00 
TRANSPORTS 
Tape Transport, 3%—7% IPS, 60 Hz* 4020302-01 395.00 
Tape Transport, 3%—7'4 IPS, 50 Hz* 4020302-02 395,00 
ELECTRONICS ASSEMBLIES (3%—7% IPS) 
Master Electronics, NAB, 117 Volt 4020257-25 320.00 
Slave Electronics, NAB* 4020257-26 300.00 
Master Electronics, NAB, 115/230 Volt 4020257-27 348.00 
Master Electronics, CCIR, 115/230 Volt 4020257-30 345.00 
Slave Electronics, CCIR* 4020257-29 300.00 
Interconnecting Cable, for Two Channel Recorders 4050098-04 20,00 
*Note: Transports and Slave Electronics operate on the same line voltage as the Master Electronics to which they are coupled. 
Arnpex 600 Series tape recormmended for optimum performance. 


Ampex Corporation reserves the right to change prices without notice and without obligation. These prices supersede all previous prices, 


stated or implied 


Your investment in Ampex equipment yields maximum returns when operated and maintained by Ampex-trained people. Live and videotape 
training courses available worldwide, For brochure, write Ampex Technical Institute, M.S. 2-11A, 2685 Bay Rd., Redwood City, Calif. 94063. U.S.A. 


Ampex Corporation, Audio-Video Systems Division 
401 Broadway 
Redwood City, California 94063 


U.S. Sales Offices in: CALIFORNIA, Los Angefes (213) 245-9373, San Francisco (415) 367-3861 » GEORGIA, Atlanta (404) 633-4131 «ILLINOIS, 
Chicago {312) 593-6000 - MARYLAND, Bethesda (301) 530-8800 - MASSACHUSETTS, Boston (617) 890-2040 » MICHIGAN, Oak Park (313) 
398-1630 (Detroit Area) - NEW JERSEY, Hackensack (201) 489-7400 (in New York City 736-6116) * OHIO, Dayton (513) 254-6101 * PENNSYL- 
VANIA, Philadelphia (215) 887-7650 » TEXAS, Dallas (214) 637-5100, Houston (713) 928-3741 «Sales and Service Companies throughout the we ) 


LITHO IN U.S.A.—A589—1-72 


